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INFO OCT-01 EUR- 1 2 NEA-10 ISO-OO SYE-00 AID-05 /033 W 

096470 271141Z/10 

P R 271040Z JUN 77 
FM AMEMBASSY ISLAMABAD 
TO SECSTATE WASHDC PRIORITY 2496 
INFO AMCONSUL KARACHI 
AMEMBASSY NEW DELHI 
AMCONSUL FRANKFURT 
AMCONSUL LAHORE 


LIMITED OFFICIAL USE ISLAMABAD 6562 

DEPT FOR A/SY/OPS/FO PASS TO AID/AG/SSJ; KARACHI FOR 

RSS AND PSO; NEW DELHI FOR TSO; FRANKFURT FOR RTC LAHORE FOR PSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: PHYSICAL SECURITY-INTEX SECURITY WALK-THROUGH METAL 
DETECTORS 


REF: ISLAMABAD 5592/6141; STATE 127556/141191; FRANKFURT 
4319; NEW DELHI 8166/8589 

1 . PREVIOUS RSO’S PLANS FOR IMPROVING PHYSICAL/PUBLIC CON- 
CONTROL SECURITY AT US MISSION INSTALLATION IN PAKISTAN WERE 
REVIEWED BY INCUMBENT RSO, HENRY KROHN. THESE WELL CON 
SIDERED PLANS/ RECOMMENDATIONS DESIGNED IN PART TO COMBAT 
TERRORISM WILL, IN MOST INSTANCES, BE IMPLIMENTED AS SOON 

AS FUNDS ARE FORTH COMING. 

2. INCLUDED IN ABOVE SECURITY PLANS SENT TO DEPARTMENT SY 
DURING MAY/JUNE 1977, WAS THE RECOMMENDATION THAT WALK 
THROUGH METAL DETECTION SYSTEMS BE INSTALLED IN PUBLIC 
LIMITED OFFICIAL USE 
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RECEPTION AREAS AT AMEMBASSY ISLAMABAD; USAID ISLAMABAD 
AMCONSUL KARACHI; AND AMCONSUL LAHORE. THE INCUM- 
BENT RSO IN CONJUCTION WITH THE TSO NEW DELHI RE-EXAMINED 
THE PRACTICIALITY OF UTILIZING CITED METAL DETECTORS AS 
DESCRIBED. METAL DETECTORS AND RELATED RECOMMENDED PHY- 
SICAL SECURITY IMPROVEMENTS WERE ALSO DISCUSSED AT SOME 
LENGTH WITH EFFECTED PSO'S. 
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3. RSO HENRY KROHN BELIEVES THAT INCLUDING WALK-THROUGH METAL 
DETECTORS AT ABOVE CITED POSTS WILL PROVE IMPRACTICAL 

AND OR NOT RESULT IN THAT MUCH ADDITIONAL SECURITY DETERENT 
TO JUSTIFY THERE PRESENCE. IT WOULD ALSO BE NEAR IMPOSSIBLE 
TO INSTALL THEM IN A DISCREET MANNER. 

4. IT IS RECOMMENDED THAT THE REQUEST FOR FOUR INTEX SENTRY 
WALK THROUGH METAL DETECTORS (ISLAMABAD 6141; STATE 1411 
91) BE CANCELLED. FOR THE PRESENT HAND HELD METAL DETECTORS 
WILL WHERE APPROPRIATE BE UTILIZED AT CITED LOCATIONS. 

HUMMEL 
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